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Message Text 


UNCLASSIFIED 

PAGE 01 MANILA 02137 I90904Z 

17 

ACTION COME-00 

INFO OCT-OI EA-10 ISO-00 EB-07 /0I8W 

092039 

R 190800Z FEB 75 
FM AMEMBASSY MANILA 
TO SECSTATE WASHDC 0700 

UNCLAS MANILA 2137 

E.O. 11652: N/A 
TAGS: BEXP, RP 

SUBJ: MAJOR PROJECT: U.P. MEDICAL CENTER 

REE: STATE 032873 

1. REVIEW COMMITTEE SELECTING CONSULTANTS EOR U.P. MEDICAL 
CENTER HELD MEETING FEBRUARY 17 WITH EIVE SHORT-LISTED 
FIRMS. THREE WERE AMERICANS: GORDON FRIESEN INTERNATIONAL; 
ARCHITECTS COLLABORATIVE WORKING WITH ARTHUR D. LITTLE; AND 
NBBJ SEATTLE. TWO OTHERS WERE; L. DAVIES OF U.K. AND 

DUTCH HOSPITAL ASSOCIATE OF PHILIPS. 

2. DECISION ON CONSULTING CONTRACT EXPECTED TO BE DECIDED 
WITHIN EEW WEEKS AFTER SUPPLEMENTAL COST PRESENTATIONS BY 
RESPECTIVE EIRMS. 

SULLIVAN 
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Decaption Note: 

Disposition Action: n/a 
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Disposition Comment: 
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Disposition Remarks: 

Document Number: 1975MANILA02137 
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Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750058-1049 
From: MANILA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750232/aaaabcmr.tel 

Line Count: 41 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Previous Classification: n/a 
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